AMERICAN VINTAGE II 1966 JAZZ BASS® (0190170XXX 
PARTS LAYOUT 
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AMERICAN VINTAGE II 1966 JAZZ BASS® (0190170XXX) 
PARTS LIST 


DESCRIPTION PART 
NUMBER 


7723076549 
7721654000 
7721686000 
7721685000 
0072260020 
0011357089 
0015636049 
0085422000 
0015602049 
7723074000 
0015576049 

10 0982036000 
r 0015610049 
2 0089612000 
3 0019672049 
14 0982085000 
"15 0990831000 
16 0016352049 
7 0016436049 
18 0096454049 
19 0021956049 
20 0031153049 
2 0010694020 
22 0980804100 
a a cS OT 


*= NOT PICTURED IN DIAGRAM 
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AMERICAN VINTAGE II 1966 JAZZ BASS® (0190170XXX) 


DESCRIPTION PART 
NUMBER 


27 0994915000 
28 0016188049 
29 0010678000 
30 0010660090 
0050879011 
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AMERICAN VINTAGE II 1966 JAZZ BASS® (0190170XXX) 
WIRING ASSEMBLY 


NECK PICKUP 


NECK PICKUP , OO OO OO OO 


VOLUME CONTROL 


BRIDGE PICKUP 
VOLUME CONTROL 


BRIDGE PICKUP 


OO OO OO OO 
\O/ 


BLACK WIRE TO 
CONTROL CAVITY 
SHIELD 


TONE Wil 
CONTROL 


BLACK WIRE TO 
BRIDGE 


CAPACITOR 
.O5yuF 
OUTPUT 
JACK 
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AMERICAN VINTAGE II 1966 JAZZ BASS® (0190170XXX) 
GROUND WIRE LOCATIONS 


[ON [Or 


OO OO OO OO 
\o/ \o7 
NECK PICKUP 


\ /—_™ 


SHIELD 


SoZ NY 


(ON (ON 
OO OO OO OO 


\o/ \o/ 
BRIDGE PICKUP 


SHIELD 


GLAZIER 
POINTS 
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AMERICAN VINTAGE II 1966 JAZZ BASS® (0190170XXX) 
SWITCH AND CONTROL FUNCTION 


NECK PICKUP 
VOLUME 
BRIDGE PICKUP 
aon VON VOLUME 
| 00 00 00 00 


BRIDGE 
PICKUP 


MASTER 
TONE 
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AMERICAN VINTAGE II 1966 JAZZ BASS® (0190170XXX 


ADDITIONAL SPECIFICATION DETAIL 


FRET SIZE: VINTAGE NECK PROFILE: VINTAGE “C” 
(FRET DIMENSIONS ARE BEFORE INSTALLATION) 


-13/16 
.790” 


a PLEASE NOTE: AS EACH NECK 
IS SANDED & FINISHED BY 
HAND, THICKNESS DIMENSIONS 
MAY VARY SLIGHTLY FROM 1ST FRET PROFILE 
THOSE SHOWN. 


Nr 12TH FRET PROFILE 


TUNING MACHINE W/BUSHING: P/N 0072260020 TUNING MACHINE THRU-HOLE 
OUTER SHAFT DIAMETER .540” INNER DIAMETER .675" 


@.675” 


og C) 


@.540” 


SADDLE HEIGHT ADJUSTMENT SCREWS: P/N 0016105049 TRUSS ROD ADJUSTMENT NUT: 
P/N 0058171000 


SLOTTED 
SET SCREWS 


NI 


8-32 
THREAD 


LOGO: VINTAGE 64 JAZZ BASS PICKUP SPECIFICATIONS 
APPLIED OVER THE FINISH POSITION | MAGNETS | DC RESISTANCE POLARITY 


ALNICO 5 
UNBEVELED| 8-7 - 7.3KQ 


Za FSer 
‘oly 


BRIDGE ALNICO 5 


6.7 - 7.3KQO 
UNBEVELED 
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